Don't  Touch  the  Dome! 


Aurasound  NT1-204-8D  Tweeter 
3/4"  Titanium  Dome 


Don't  Touch  the  Dome! 


Fs  2000  Hz  Sensitivity  (lW/lm)  88.5dB  Frequency  3kHz  to  25KHz 

Nominal  Impedance  8  ohms  X-max  peak  0.6mm  Underhung  Voice  Coil 

Power  (RMS)  1 5  Watt  MrnsO. 16  grams  Neodymium  magnet  (inherently  shielded) 

Re  6.96  ohm  VC  diameter  20  mm  Could  be  rear  mounted  (3/4"  wood) 


